ROYAL PALM HOTEL 2 

At Royal Park Bridge o 

Lakeviaw Ave. Telephone 8225 £ 

WEST PALM BEACH, FLORIDA 

Centrally Located — All Outside Rooms with Bath 
and Heated — Fireproof — Elevator — Steam Heat — ^ 

Dining Room — Solarium — Patio — £ 
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WEST PALM BEACH, FLORIDA 


OVERLOOKING LAKE 
















